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FIGURE  4-11.

Concentration of jD-cresol as a function of reactant
concentration for various values of dilution
parameter L   (Equation 33).     However,  once ozone
forms,  cresol rapidly disappears,  so  these curves
would be valid only in the absence of ozone.